
# 


5017166 


Kyndal Mini Chandelier 


Parts List 


Chandelier Assembly 
Pinch Locks 


1 pc 

2 pes 
2 pes 


C" Hooks 


Crystals 


See illustration 


* Please make sure that you have all the parts indicated above before you begin assembly of this item. 


Assemble the Chandelier 


1. Determine placement and height for Chandelier making sure the plug will reach a standard grounded 120V 
outlet after being installed as described below. 

2. Install Pinchlocks (B) and "C" Hooks After drilling a hole in ceiling to accommodate the screw in the 
Pinchlocks, install one above the place where the Chandelier will hang and one in the corner or somewhere 
above the outlet to be used. The Pinch Locks can be installed in the pre-drilled holes by squeezing together the 
metal pieces on either side of the screw. Once installed, insert the exposed threads of screws in both Pinch 
Locks into pre-threaded "C" Hooks and secure by turning in a clockwise direction. See illustration. 

3 . Attach Crystals as shown in the illustration. 

4. Attach Chandelier Assembly Adjust Chandelier to desired height and hook a link from the chain over a "C" 
Hook. Swag the chain to the next "C" Hook and plug into the grounded 120V outlet. See illustration. 

5. Install 25 Watt, B type bulbs (not included) into the sockets (sold separately). 
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